To:  Ackerman,  Joyce[Ackerman. Joyce@epa.gov] 

From:  Way,  Steven 

Sent:  Thur  1 1/5/2015  5:52:37  PM 

Subject:  RE:  RCMS  Gold  King  Mine  Treatment/Stabilization 


Joyce, 


One  item  that  continues  to  show  as  pending  in  the  costs  is  per  diem  for  individuals  who  have 
long  demobilized.  It  would  seem  those  could  be  final.  I will  comment  on  this  to  START. 


As  for  an  increase,  I would  say  that  for  the  next  month  to  2 months  the  funding  is  adequate. 
However,  if  we  are  wanting  to  project  budgets  into  2016  winter  and  filed  season,  then  I will  need 
to  do  some  estimating. 


Let  me  know  on  the  budget  timeframe. 


Thanks, 

Steve 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 


US  EPA  - Region  8 


1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 
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From:  Ackerman,  Joyce 

Sent:  Tuesday,  October  27,  2015  4:24  PM 

To:  Way,  Steven 

Subject:  FW:  ROMS  Gold  King  Mine  Treatment/Stabilization 


Hi  Steve  - Let  us  know  if  this  TDD  will  need  an  increase.  Thanks! 


Joyce 


From:  Butterfield,  W.  Scott  [mailto:W.S.Butterficld@WestonSolutions.com] 

Sent:  Tuesday,  October  27,  2015  2:49  PM 
To:  Ackerman,  Joyce 

Cc:  Janovec,  Marilyn;  Re-Telang,  Becky;  Robinson,  David;  Petri,  Elliott;  Way,  Steven;  Myers, 
Craig;  Dhieux,  Joyel;  Guy,  Kerry;  Blanchard,  Mark  R. 

Subject:  RCMS  Gold  King  Mine  Treatment/Stabilization 


Joyce, 


Attached  are  the  Final  10/25  and  Draft  10/26  RCMS  1900-55  reports  for  the  Gold  King  Mine 
Treatment  Stabilization  TDD.  We  are  currently  funded  at  $660,000.  Based  on  this  estimate  we 
are  at  76%  of  funding. 


Thank  you, 
Mark 


Mark  Blanchard 
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m.blanchard@westonsolutions.com 


Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  80215 
303.729.6114  -office 
303.882.2083  - cell 
www.westonsolutions.com 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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